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03911-043 AFT EYEBOLT RECEIVER ASSY 
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ITEM 
QTY 
QTY 
PIN 
DESCRIPTION 
-041 
-043 


X 
03911-041 
BASKET INSTL STUD ASSY (LOWER) 


X 
03911-043 
AFT EYEBOLT RECEIVER ASSY 


1 
1 
D3911-1 
BASKET INSTL STUD (LOWER) 
2 
D3911-3 
AFT EYEBOLT RECEIVER 


D 
3 
2 
D3911-5 
BASKET STUD PLATE 
D 
4 
2 
D3911-7 
BASKET PLATE-EYEBOLT RECEIVER 
5 
2 
D40S7-1 
CAP SCREW PLASTIC.3/S"X16 


6 
3 
4 
MS20615-4M20 
RIVET 
7 
2 
MS21209-C610 
HELICAL 


c 


B 


03911-041 BASKET INSTL STUD ASSY (LOWER) 
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DATE 


REV.B 


SHEET 1 OF 3 


SCALE 


NTS 


JPH 


JPH 


BY 


TITLE 
AFT HARDPOINT, 
BASKET 


DART AEROSPACE LTD 


HAWKESBURY, 
ONTARIO, 
CANADA 


DRAWING 
NO. 
D3911 


B 
DIAMETER 
(B3-2) AND DIM ADDED (B2-2) & (C3-2) 


A 
NEW ISSUE 


REV. 
DESCRIPTION 


DESIGN 


DRAWN 


CHECKED 


MFG. APPR. 


APPROVED 


DE APPR. 


DATE 
10.03.16 


NOTES: 
1) MATERIAL: 
NIA 
2) FINISH: NONE 
3) TOLERANCES: 
PER DART aSI 018 UNLESS OTHERWISE 
NOTED 
4) UNITS: INCHES UNLESS OTHERWISE 
NOTED 
5) BREAK SHARP EDGES: 0.005 TO 0.010 MAX 
6) IDENTIFICATION: 
IDENTIFY WITH DART PIN D3911-04X 
USING 
FINE POINT PERMANENT 
INK MARKER 
7) WEIGHT 
-041: 0.63 Ibs 
-043: 1.171bs 
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D 
o 
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o 


1.71 
REF 


~ 
SYMM 


0.09 X 45° 
CHAMFER 


(/)1.00 
1 
I 
o 800+0.000 
I 
I 
. 
-0.010 
\ 
I 
L-j'---..-/ 
0.75 
MIN 
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RELEASED 
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AFT HARDPOINT, 
BASKET 


DART AEROSPACE LTD 


HAWKESBURY, 
ONTARIO, 
CANADA 


RAWINGNO. 
D3911 


LID. (/)0688+0.010 
. 
-0.000 


+0.010 
QjO.734 -0.000 
'/. 
I 


0.09 X 45° -./---- 
0.625 


CHAM 
~ 
SYMM 


SECTION A-A 


DESIGN 


DRAWN 


CHECKED 


MFG. APPR. 


APPROVED 


DE APPR. 


DATE 
10.03.16 


LID. 0.291 


DRILL & TAP 
3/8-16 FOR 
MS21209-C610 t 
HELICAL INSERT 
2 PL 


2.76 
REF 


1.000 


0.500 


~ 


0.125 
REF 


0.50 
REF 


A.J 
I 
~ 
SYMM 


03911-3 AFT EYEBOLT RECEIVER 


RO.13 
2 PL 


RO.19 
4 PL 


0.09 X 45° 
CHAM 
2 PL 


(/)0.129 THRU 
4 PL 


ROUND EDGE 
RO.13 APPROX 


(/)0.129 THRU 
3 PL 


RO.06 
3 PL 


(/)0438+0.000 
. 
-0.010 


0.065 


0.50 


03911-1 BASKET INSTL STUD (LOWER) 


1.000 
2.00 
0.500 PITCH 


2.88 


NOTES: 
1) MATERIAL 
-1: 303/304/316 
STAINLESS 
STEEL ROUND BAR, PER ASTM A276 
PER DART SPEC M303R OR M304R 
-3: 303/304/316 
STAINLESS 
STEEL BAR, PER ASTM A276 
PER DART SPEC M303B OR M304B 
2) FINISH: NONE 
3) TOLERANCES: 
PER DART aSI 018 UNLESS OTHERWISE 
NOTED 
4) UNITS: INCHES UNLESS OTHERWISE 
NOTED 
5) BREAK SHARP EDGES: 0.005 TO 0.010 MAX 
6) IDENTIFICATION: 
IDENTIFY AT ASSEMBLY 
7) WEIGHT -1: 0.361bs 
-3: 0.74 Ibs 
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D 
D 


c 
RO.13 
TYP 


~0.129 
4 PL 


1.62 


0.50 


2.00 
+ + 


1.000 
1.75 
-f 


0.500 


2.00 
1.000 
0.500 PITCH 
I 


B 
~0.257 


0.125 REFJl 
B 
2 PL 
--11-- 0.125 REF 
~0.257 
2.15 
RO.13 
2 PL 
REF 
TYP 
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TITLE 
AFT HARDPOINT, 
BASKET 
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SCALE 


NTS 


RELEASED 
2010-0l.J} 


DART AEROSPACE LTD 


HAWKESBURY, 
ONTARIO, 
CANADA 


DRAWING 
NO. 
D3911 


DESIGN 


DRAWN 


CHECKED 


MFG. APPR. 


APPROVED 


DE APPR. 


DATE 
10.03.16 


03911-7 
BASKET 
PLATE-EYEBOLT 
RECEIVER 
03911-5 
BASKET STUD PLATE 


2) FINISH: NONE 
3) TOLERANCES: 
PER DART aSI 018 UNLESS OTHERWISE 
NOTED 
4) UNITS: INCHES UNLESS OTHERWISE 
NOTED 
5) BREAK SHARP EDGES: 0.005 TO 0.010 MAX 
6) IDENTIFICATION: 
IDENTIFY AT ASSEMBLY 
7) WEIGHT 
-5: 0.131bs 
-7: 0.131bs 


NOTES: 
1) MATERIAL 
-5 & -7: 303/304/316 
STAINLESS 
STEEL SHEET ANNEALED 
2B, 0.125 THK 
PER MIL-S-5059 
OR AMS 5513/5524 OR ASTM A240 OR ASME 5A240 
PER DART SPEC M304S11GA 
OR M303S11GA 
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